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/ 


57070376 

F'EKFEL'TDQTA corp 
IS' 25 SURVEYOR fiVE 

SI MI VhLLEY '• OA SSOS 


ORDER NO: 

r'ROD NO: 04S2'i-702 


VAN WATERS RijQERS: INC-.? S'UDSIDIARY OF UNI VAR 
1600 NORTON DL.DO. SEATTLE, WA 98104-1064 (403) 480-S700 

for EnERiOENiIY ASSIS^TANCE INVOLVINOi CllEMICALS: CALL Cl lEMTREL- ( UOO ) 424 “9SOO 

for product AMD SALES INFORMATION ^ 

CQNTAO-T YOUR LOCA-tL VAN WATERS: ROij'ERS DRANCIl OiFFICE 

r'RCiDLiijT IDENTIFI CATION 


PRODUCT NAME: ISOPROPYL ALCGHOL 

COMMON MAME3/SYM0HYMS: ISOPROrANCL : 

2— PFlOP ANOL : ■ 2* T. METHYL CARD I NOD I P A 

FORMULA: 08 H3 0 

PIA2ARD RATING ( MANUFACTURER ) 

HEALTH: 2 
r I F;E : 3 
REACTIVITY: O 
SPECIAL: NONE 


ISAS NO . : 67-63-0 
VWO;F( CODE: TlLSS 


DATE issued: 02/90 
SUPERCEDES: _^09/39 
HAZARD RATING S'OALE: 
0--M I N I M AL 3=SER 1 0U3 

1 —SL I GHT 4-:SEVERE 
O^MGDERATE 




COMPONENT 

islipropyl alcohol 


EXPOSURE LIMITS, PPM 
OS^HA ACGIH OTHER 
7. PEL TLV LIMIT 
>';'9 40(’> 4AA 4i0( > 

(ACGIH STEL) 


HAZARD 

FLAMMABLE 


BOILING POINT, DRG F: 131 VAPOR PRESSURE, MM HO/20 DEG C: 33 

T I NO F' I 1 1 NT , DEG P • ■“ 1 2 / V^-i" \ D “ No I T Y ( A i r\ — 1 ) • .c. - 0 / 

SF'EC I F 1 0 GR A V I TY ( W ATER= 1 ) : 0 . 79 WATER SOLUD I L I TY , 7. : 1 00 

hF'F'EARAN'JE and uEiijR: ULEAK, EVAr'Gn'ATIuN RA i c. (i.'i'-iTYL AL-c.iAio— i) • o 
COLORLESS LIQUID: MEDICINAL ALCOHOLIC ODOR 


■FIRST AID MEASURES:- 


IF INHALED: REMOVE TO FRESH AIR. GIVE ARTiriCIAL RESPIRATION IF NOT 

D^REATHING. GET IMMEDIATE MEDICAL ATTENTiLiN. 

IN CASE OF EYE CONTACT: IMMEDIATELY FLUSH EYES WITH LOTS QF RUTJNI^ 

WATER FOR 10 MINUTES, LIFTING THE UPPER AND LOWER EYELIDS UUUASICNALL /. 
GET IMMEDIATE MEDICAL ATTENTION. 


N CASE riF SHIM CONTACT: IMMEDIATELY WASH SKIN WITI-I LOTS U.- SUAr AND__ 
ATFR. REMOVE CONTAMINATED CLOTHING AND SHOES: WA:5H 3EFUR>^ Rc.U;Sc.. Uc. i 
EDICAL ATTENTION IF IRRITATION PERSISTS AFTER WASHING. 


IN 
WAT 
M 


PROD: 04S26702 17:00:33' 10 -JUL 1990 CU3T: 07070376 INVOICE: 



i>;r'pi\upYL hlcgi 

IF swallowed: 



CLINICAL CONDITION Or THE Pmiighi. 


PRIMARY ROUTES OF 


health hazard information - 

exposure: skin OR EYE CONTACT. INHAL.ATION. SWALLOWED 


SIANS AND SYMPTOMS OF EXPOSURE Tnc-Ta— 
I NH ALAT I ON : ^ Y APuRS^ A^., i h I .=■ i o I RR 
HALAT I ON _ OF, H I OHSR OUNOo,, i .UN-; HA ^ r 


HE NOSE AND THROAT. IN 
HEADACHES . VOM I T I i-jG ANL 


InSS, or pRSLno^ expoLfe 

MAY CAUSE UNCONSCIOUSNESS uR Dtr.Am. 


COMA. 


«KrKSSB. 

PTIMOINO ig^!l§?IiNS^'’Rl5LgSSIg"R”FEpiS^^ gAVS’lfTl'tl' T?!i '-"" 

SK I N . CAUS I NO IiERM AT I T x S. . 

DEATH. 

-Lj-.-.h-rr r-T>=- HE EXPOSURE: pROi.ONOED OR BERCATED EXPOSURE Tu i:iOH 

CONPErVfRATIONS’C^ PRODUCE "SEVERE OR FATAL UNS Dnr'nw:-:' Win. 

ffl»wiKwa®jrw&i3®w«« 


-TOXICITY DATA- 


ORAL: 
dermal : 

INHALATION: 


RAT LD50 = ?S40 MO/MG 
HUMAN LETHAL DuSc. = L-'O i -L 

RABDIT LDSO = 13 GM/KG 

RAT LOGO = loiOOO PPM/S HR 


-PERSONA!- PROTECT I ON- 


OTHER DATA: NONE 

ventilation: LOCAL MECHANICAL EXHAUST VENT I LAT OF, MAIN- 
TAINING EtilSSIONS AT THE POINT UF Uio ECuUN ,m, rEu. ^ ^ ■ 

RESPIRATORY PROTECTION^,, ,I,F USE COND^TIONS^.^^ . 

WEAR: A yiSsH-APPROVE.J FI ILL FACEPIECE OR A HALF MASK AIR- 

APPRuPRIATi^ RtorlRAT R-j . ' rriS mROAMIC VmP'ORS/MIsT-:.. A 

PURIFVINO^CAgTRID.^^ BEMAND MUD., UK A 

SUPPLIEB-AIR RESPIRATOR. _ _ 

£Y£ protection: CHEMICAL 000GLE3 UNi^ E3S_ A FULL NOT^DE 

also worn. IT IS GENERALLY RcUJ^ LENSES MAY CONTRIBUTE 

WORN WHEN WORKTNG^WITH LHEMIC^^^^^ ...Uu i A- I 

TO THE SEVERITY OF AN EYE iWoUnY. 

PROTECTIVE clothing: LONO-SLEEVFD SHIRT, TROUSERS. SAFETY SKO,..u, kJuuEk 


PROD : 04S26702 17:00: 03 


lA Jl IL 1920 OUST: 07C>7(JS7c> INV'UlCi- 



' 0-5.’ S'O. 3 1 


G ^ 
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260-0296 

MATERfAL SAFETY DATA SHEET Faxback Doc. # 3146 

ANTI-STATIC SPRAY April 1391 

SECTION i GENERAL INFORMATION 

Distributor’s name and address: 

PsrfectData Corporation 
1 825 Surveyor Avenue 
Simi Valley, CA 93063 
1305} 581-4000 

PRODUCT NAME; ANTi-STATiC SPRAY/ST ATFREE SPRAY (560007-20) 

EMERGENCY CONTACT; CHEMTREC (800) 424-9300 


SECTION II HAZARDOUS INGREDIENTS 

A quartarnary Ammonium compound with unsaturated fatty hydrophobe 


SECTION III PHYSICAL CHEMICAL CHARACTERISTICS 

BOILING POINT; 212<>F. SOLUBILITY IN WATER: Complete 

VAPOR PRESSURE: same aa water VISCOSITY; same as water 

VAPOR DENSITY (Air - 1); 16m/cm3 pH; 7.5 

EVAPORATION RATE; N/A APPEARANCE AND ODOR; Slightly yellow liquid; lemon fragrance 


SECTION IV FIRE AND EXPLOSION HAZARD DATA 

FLASH POINT (TEST METHOD); Nona FLAMMABLE LIMITS: LEL - N/A UEL = N/A 
EXTINGUISHING MEDIA: N/A SPECIAL FIRE FIGHTING PROCEDURES: None 

UNUSUAL FIRE AND EXPLOSION HAZARDS; None 
AUTO IGNITION TEMPERATURE; None 


SECTION V REACTIVITY DATA 

STABILITY: Stable 
INCOMPATIBILITY; None 
CONDITIONS TO AVOID: None 
HAZARDOUS POLYMERIZATION: Will not occur 

HAZARDOUS DECOMPOSITION PRODUCTS: Oxides of carbon and nitrogen 


SECTION VI HEALTH HAZARD DATA 


ROUTES OF ENTRY: 
HEALTH HAZARD: 
CARCINOGENICITY: 
EYE CONTACT; 

SKIN CONTACT; 

INHALATION: 

INGESTION: 


Inhaiadon, skin, ingestion 
None 

NTP; No lARC Monographs: No 

May cause eye irritation, 

May causa akin irritation. 

No known effects. 

May cause gastrointestinal disturbances. 


OSHA REQUIRED LABEL: No 
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ANHSTAT SPRAY 
SECTION VI cent. 

SIGNS AND SYMPTOMS 

OF EXPOSURE: Eye, irritation, nausea If ingested, dry skin 

MEDICAL CONDITIONS 
AGGRAVATED BY 
EXPOSURE: Unknown 

SUGGESTED 

FIRST AID: Eyes: Flush with water for 1 6 minutes. 

Skin; Wash thoroughly with soap and water. 

For eyes and skin; If Irritation develops, get medical attention. 
Ingeatlon: Get medical attention. 


SECTION VII PRECAUTIONS FOR SAFE HANDLING AND USE 

PRECAUTIONS 

FOR SAFE HANDLING; Avoid eye contact and prolonged skin contact. 

IN CASE OF SPILL: Mop up or pick up with absorbent material. Rinse area with water. 

WATER DISPOSAL 

METHOD: Follow all Faderai, Stata and Local waste disposal regulations. 


SECTION Vm CONTROL MEASURES 

EYE PROTECTION: Safety glaases \ 

SKIN PROTECTION: None 

VENTILATION; N/A 

RESPIRATORY AND 
SPECIAL PROTECTION; None 
OTHER PROTECTION: None 

WORK HYGIENIC PRACTICES: Follow normal hygienic prectlcaa 


SECTION IX DEPARTMENT OF TRANSPORTATION 

DOT PROPER SHIPPING NAME: Not established 

DOT HAZARD CLASS: Non-hazardous 


SECTION X ENVIRONMENTAL INFORMATION 

SPILL RESPONSE: Collect with absorbent material. 

RECOMMENDED DISPOSAL: Follow all Faderai, State and local regulations. 
ENVIRONMENTAL DATA: . No known carcinogens present. 

DOT HAZARD ID NO.(UN/NA):Not classified 


2 



ANTI-3TATIC SPRAY 


DISCLAIMER 

PERFECTDATA expressly disclaims all express or Implied warranties for merchantability and 
fitness for a particular purpose, with respect to the product or Information provided herein. 

Ail Information appearing herein is based upon data obtained form the manufacturer and/or 
recognized technical sources. While the information is believed to be accurate, PERFECTDATA 
makes no representations as to Its accuracy of sufficiency. Conditions of use are beyond 
PERFECTDATA’s control and therefore users are responsible to verify this data under their own 
operation conditions to determine whether the product Is suitable for their particular purposes 
and they assume all risks of their use, handling and disposal of th products, or from the 
publication, or use of, or reliance upon, information contained herein. This information relates 
only to the product designated hare and does not relate to its use In combination with any 
other matertai or in any other process. 
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260-0296 

MATERIAL SAFETY DATA 

CASE & CABINET CLEANING SOLUTION S07420 April 1 9! 


SECTION t GENERAL INFORMATION 

Di«tributQr$ Nama and Addraas; 

ParfectData Corporadon 
1825 Surveyor Avenue 
SImi Valley, California 93063 
(305) S81-4000 

PRODUCT NAME: CASE & CABINET CLEANING SOLUTION (650087-2 1 ) 

CASE 8l cabinet WIPES 

EMERGENCY CONTACT: CHEMTREC (800) 424>9300 


NFPA Hazard Rating 

Health (Blue); 1 
Rammabillty(Rad): 1 
Reactlvity(Yellow): 0 


SECTION II HAZARDOUS INGREDIENTS/IDENTITY INFORMATION 

Hazard Rating: Material CAS # ACGIH OSHA 

TLV PEL 

Cantalna NO hazardous Ingredient aa Hated in the following references: 1) CFR 29, 1910,1000, Subpart 2. REV 
01JUL88; 2) The Director's List of Hazardous Subatancaa (CA); 3) Threshold Limit Values and Biological E;<posurs 
Indices for 1989-1990 (ACGIH). 


SECTION lit PHYSICAL 

MELTING POINT: N/A 

BOILING POINT: 220 “F 

VAPOR PRESSURE (mm Hg): NO 

VAPOR DENSl7Y(Alr-1); 1 

ODOR: Strawbarry 


DATA 


SPECIFIC GRAVITY: 1 .02 

SOLUBILITY IN WATER: Complete 

EVAPORATION RATE(BuAc - 1 }: 1 
PH; 12.8 

Scant APPEARANCE: Pink 


SECTION IV FIRE AND EXPLOSION HAZARD DATA 

FIASH POINT: 200 “F 

METHOD USED; P.M.C.C. 

AUTOIGNITION TEMPERATURE; N/A 

FLAMMABLE LIMITS: UPPER; N/A LOWER: N/A 

EXTINGUISHING MEDIA: Dry Chemical, Foam, Co,, Water spray 

SPECIAL FIRE FIGHTING PROCEDURES: 

Wear goggles and self-contained breathing apparatus. Use water to keep fire-exposed containers cool and to flush 
spills away from fire. In the case of large fires also cool surrounding equipment and structures with water. 
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CASE & CABINET 

SECTION V REACTIVITY 

STABILITY: Stable 

CONDITIONS TO AVOID: Stable under nomnat storaoe conditions. 

HAZARDOUS POLYMERIZATION: Will not occur 
INCOMPATIBILITY; None known 

HAZARDOUS DECOMPOSITION; None known 


SECTION VI ENVIRONMENTAL AND DISPOSAL INFORMATION 

Uaa appropriate protactiva and safety equipment. See Section IX of thla Material Safety Data Sheet for handling 


precautions. 

SMALL SPILL: 

Sweep up spilled materiai and diapoae of in DOT*approved waste containers. 


Rush spill area to sewer with water. 


LARGE SPILL: 

Shovel spilled material into DOT-approved waste containers for disposal. 


WATER DISPOSAL INFORMATION: , _ , 

Dispose of contaminated product and materials used in cleaning up splHa or leaks In a manner approved Tqr tnia 
material. Conauit appropriate federal, state and local regulatory agenciaa to ascertain proper disposal proqadurea, 
This product la not a characteristic waste by RCRA definitions. 


COMPLY WITH ALL APPLICABLE GOVERNMENT REGULATIONS ON SPILL REPORTING AND HANDLING 
DISPOSAL OF WASTES. EMPTY CONTAINERS CAN HAVE RESIDUES, GASES AND MISTS AND ARE SUBJECT 
TO PROPER WASTE DISPOSAL, 


SECTION VII 

BREATHED: 

SKIN ABSORPTION: 

SKIN CONTACT: 

EYE CONTACT; 

SWAaOWED; 

SYSTEMIC AND 
OTHER EFFECTS: 

MEDICAL CONDITIONS 
AGGRAVATED; 


HEALTH HAZARD DATA 
Believed to be minimally Irritating. 

Components are uniikeiy to be absorbed through skin in harmful concentrations. 

No evidence of adverse effects from available information. 

May cause alight tamporary eye Irritation. Corneal Iniury la unlikely. No 
evidence of adverse effects from available information. 

Amounts Ingested Incidental to Induatrlal handling are not likely to cause Injury; 
however, ingestion of larger amount* may cause Injury. 

If a chronic effect has not been mentioned under a route of entry, no chronic 
effects are known to result from exposure to components of thla product. 

No medical conditions are known to he aggravated by exposure to this product. 
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CASE & CABINET 
SECTION VI) cont. 


SUSPECTED CANCEB AGENT 

FEDEBAL OSHA CA OSHA 

No 


NTP 

No 


(ARC 

No 


target organs, other than those implied by routes of entry (I.E., BREATHER, INCLUDES 
respiratory tract and LUNGS) ARE CAPITALIZED. 


SECTION VIII 
BREATHED! 

SKIN ABSORPTION; 

EYES: 

SWALLOWED: 


FIRST AID 

Ramove victim to fresh air at once. If not breathino, give mouth-to-mouth 
raauicltatlon. If breathing Is difficult , give OJ?ygan. Keep victim warm and at 
rest. GET IMMEDIATE MEDICAL ATTENTION. 

Warm skin Immediately with lots of soap and watar. 

contaminated, remove and wash before reuse. Get medical anentlon 11 ill effect 
or Irritation develops. 

Wash eyes Immediately with running water for at least 16 minutes. 
to assure that eyelids are separated and 

and upper lid occasionally. GET IMMEDIATE MEDICAL ATTENTlO ■ 

DO NOT INDUCE VOMITING. If victim fs conscbua, give '^^oe "mounts 

water, do not attempt to give fluids to uneonacious victim. GET MEDICAL 
ATTCWTinW 


NOTE TO PHYSICIAN: 

Treirtment bated on ludgament of physician In response to reactions of patient. 


SECTION IX 


HANDLING PRECAUTIONS 




... .n ....... 

pressure, self-contained breathing apparatus. 

EYE PROTECTION inerease the severity of the iniury. Suggeatod protection is 

SKIN PROTECTION ^ j renaatad contact could occur, use protective 

S* « b~T.P-on, or full-bodv .ui, win d. 0 .nd ,0 oporatlon. W«h 
thoroughly after handling chemicals. 


SPECIAL EOUIPMENT 

<safetv eauioment 


includes safety showers, eye washes, and proper 


fire e^ttlnguishing media. 
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CASE & CABINET 


SECTION X 


STORAGE AND HANDLING 


Train all emploveea on ail special handling procedures In this section before they work with this product., Ejcercise 
reasonable care and caution. Personnel should avoid breathing vapors and/or mists and getting product in the eyes 
or on the skin. DO NOT CONSUME food, drink, or tobacco in areaa whera 

thia material. Keep containers cool, dry and away from sources of ignition, DO NOT STORE product d ect 
sunlight, high tempefaturs, or below freezing areas. Keep pfoduct container tightly 

Protect containers form physical damage. Use and store with adequate ventilation. DO NOT cut, grind,. weld or 
drill on or near this container. Ground all equipment. Wash thoroughly after using. 


SECTION XI 

DOT 

PROPER SHIPPING NAME 
HAZARD CLASS 
ID NUMBER 

NON-REQULATED 

non hazardous by CFR 49 72.101 
NONE 

SECTION XII 

OTHER PRECAUTIONS 

Nona 



DISCLAIMER 

PERFECTDATA expresaly disclaims all express or Implied warranties for merchantability and 
fitness for a particular purpose, with respect to the product or information provided herein. 

All Information appearing herein is baaed upon data obtained from the 

recognized technical sources. While the Information Is believed to be accurate, PERFECTDA 

makes no representations as to its accuracy or sufficiency. Conditions of use 

PERFECTDATA’s control and therefore users are responsible to verify this data under ° 

operation conditions to determine whether the product Is suitable for their particular Purposes 

and they assume all risks of their use, handling and disposal 

publication, or use of, or reliance upon. Information contained herein. This 

only to the product designated here and does not relate to its use in combination with any 

other material or tn any other process. 
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MATERIAI. SAFETY DATA SHEET 

VIDEO DISPLAY CLEANER April, 1 99^ 


SECTION I GENERAL INFORMATION 

DIatrlbuter's nama and addraas: 

PerfactData Corporation 
1825 Survayor Avanua 
Simi Valley, CA 93063 
(806) 581-4000 

PRODUCT NAME: VIDEO DISPLAY CLEANER I66087-1 8) 

EMERGENCY CONTACT: CHEMTREC (SOOI 424-9300 

N,F,P.A. : 704 HEALTH: 2 FLAMMABIUTY; 2 REACTIVITY; 0 


SECTION II HAZARDOUS INQREDIENTS;iDENTITY INFORMATION 

HAZARDOUS COMPONENT: Ethyl Alcohol • Denatured 

PERCENT: Concentrate; 10.0 

CAS NUMBER: 64-17-5 ACQIH TLV: 1000 ppm 

OSHA PEL: 1000 ppm MANUFACTURER PEL: Not Eatabllahed 

HAZARDOUS COMPONENT: 2-Sutoxyethanor 
PERCENT: Concentrate: 76.0 

CAS NUMBER: 111-76-2 ACGIH TLV: 25 ppm 

OSHA PEL: 25 ppm MANUFACTURER PEL: Not Established 


PHYSICAL CHEMICAL CHARACTERISTICS 
SPECIFIC GRAVITY: ,910 


SECTION III 

BOILING POINT: 162«F. 

VAPOR PRESSURE: Not Established 
{mm Hg) 

VAPOR DENSITY: Not Established 
(Air = 1) 

SOLUBIUTY IN WATER: 100 
(W/V%) 

APPEARANCE AND ODOR: 


(Water ^ 1) 

MELTING POINT: Not Established 
Idegreea F.) 

EVAPORATION RATE; <1 


ISuAc - 1) 
pH; 7.0 to 8.0 

Deep blue-colored clear liquid with an alcohol odor. 


SECTION IV 
FLASH POINT; 113«F. 
FUMMABLE LIMITS; LEL 
EXTINGUISHING MEDIA: 


RHE AND EXPLOSION HAZARD DATA 
METHOD USED; SETA 

IV/V%) Not Established UEL IV/V%1 : Not Established 

In case of fire, use water, dry elochol*typa or all purpose foam, dry chemical carbon 
dioxide or other Clase B extinguishing agents. 




VIDEO DISPLAY CLEANER 
SECTION tv cont. 


SPECIAL FIRE ROHTING 

PROCEDURES: Full proiaetivA equipment, including pressure demand self-contained breathinp 

apparatus and turnout equipment should be worn by firefighters and others exposed 
to combustion by-products. 

UNUSUAL FIRE AND 

EXPLOSION HAZARD: COMBUSTIBLE, Keep away from heat and flame. 


SECTION V 

REACTIVITY DATA 

STABIUTY: 

Stable 

CONDITIONS TO AVOID; 

None known 

INCOMPATIBILITY: 
(MATERIALS TO AVOID) 

None known 

HAZARDOUS DECOMPOSITION 
PRODUCTS: Carbon Monoxide, Carbon Dioxide 

HAZARDOUS 

POLYMERIZATION: 

Will not occur 

CONDITIONS TO 
AVOID; 

None known 


SECTION Vi HEALTH HAZARD DATA 

ROUTES OF ENTRY FOR 

SYSTEMIC POISONING: Oral - Acuta Oral LD50 trats) « 470 mg/kg (Calculation Is based on 100% 2 - 

butoxy ethanol. This mixture contains 7S% 2-butoxyethanol.) Systemic poisoning Is 
not expected from inhalation or skin absorption. Acute Dermal LDgg 
(rabbits) for 100% 2-butoxyethanol - 220 mg/kg. Acute Inhalation LC 5 Q (mouse) 
for 100% 2-butoxyathanol - 700 ppm/7 hrs. 

HEALTH HAZARDS: Concentrate is an eye Irritant and is harmful if swallowed. Prolonged skin contact 

(ACUTE AND CHRONIC) may be harmful. A short, single exposure is not likely to result in the material 

being absorbed through skin In harmful amounts. Prolonged and extensive skin 
contact may lead to symptoms similar to ingestion. Ingestion of concentrate may 
cause hemolyala leading to leading to possible liver and kidney damage due to 
2 -butoxyethanol. 

CARONOGENICITY: NTP: Not Listed lARC: Not Listed OTHER; Not Listed 

SIGNS AND SYMPTOMS 

OF EXPOSURE: 

EYE CONTACT: Redness, swelling, sensation of Irritation. 
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VIDEO DISPLAY CLEANER 
SECTION VI conti. 

SKIN CONTACT: Repeated akin exposure may cause irritation. Prolonsed and 
extensive akin contact may lead to symptoms similar to ingestion (see below). 

INGESTION: Symptoms Include headache, dizainess, incoordination, nausea, 
vomiting, diarrhea and general weakness. 

INHALATION: (For algna and symptoms see Ingestion) 

MEDICAL CONDITIONS 
AGGRAVATED BY 

EXPOSURE: None known 

EMERGENCY AND FIRST AID 
PROCEDURES: 

EYES: (if contacts worn, remove) For 1 5 minutes flush eyes with water, if Irritation 
parsists, contact physician. 

SKIN; Wash with soap and water after contact. 

IF INGESTED: Drink a glasa of water, than tMMEOIATELY contact a Poison Control 
Cantar or a phyaieian to see whan to Induce vomiting. 


SECTION VII 

PRECAUTIONS FOR SAFE HANDLING AND USE 

RELEASE OR SPia 
ACTIONS: 

Remove possible sources of ignition. Avoid contact with ayes, sidn, mouth and 
ciothing. Wear protectiva eyewear and imparvloua gloves. Pick up as much product 
as possible using an absorbent mop. Follow by mopping or flushing the area with 
clean water. 

WASTE DISPOSAL METHOD: 

Dispose only in accordance with applicable federal, state, and local laws and 
regulations. 

PRECAUTIONS IN HANDLING 
AND STORAGE: 

Store in a cool, dry, wall-ventilated area. Store away from sparks, open flame or 
any source of heat. Avoid aye contact end prolonged akin contact. 

OTHER PRECAUTIONS; 

Always practica good housakaeping and hygienic measures. Clean up spills 
Immadistaly. 

SECTION vni 

CONTROL MEASURES 

RESPIRATORY 


PROTECTION: 

Not normally nsadad. 

VENTILATION; 

Not normally needed. 

SKIN PROTECTION: 

Not normally needed. 

BYE PROTECTION: 

Not Normally needed. 
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VIDEO DISPLAY CLEANER 
SECTION Vm coot. 


WORK/HYGIENIC 

PRACnCESi Not Applicable. 


DISCLAIMER 

PERFECTDATA expressly disclaims all express or Implied warranties for merchantability and 
fitness for a particular purpose, with respect to the product or information provided herein. 

AH Information appearing herein is based upon data obtained from the manufacturer and/or 
recognized technical sources. While the Information is believed to be accurate, PERFECTDATA 
makes no representations as to its accuracy of sufficiency. Conditions of use are beyond 
PERFECTDATA's control and therefore users are responsible to verify this data under their own 
Operation conditions to determine whether the product is suitable for their particular purposes 
and they assume al! risks of their use, handling and disposal of the products, or from the 
publication, or use of, or reliance upon, Information contained herein. This Informetion relates 
only to the product designated here and does not relate to Its use In combination with any 
other material or in any other process. 


IL tUlL 


I' i:.i r' ^ Q F' Y L A L C- Cl H G 1 


/ /, Hr^n ( 


Ki“ V 1 '-Z' i UrJ (Jr - (JC'" 


ijLOVbS? AMD RUDB^ri! Ar'RCiM. 

'JTHER F'ROTECTIVE rjEASURES^ 
NFARDY AND READ*Y rijR IJSE. 


CU'ClYCr 

Ai'J EYc_!A)i-i(:ii I Acji.i bArcpTY bi luWER irlULILD DE 


FIRE AMD b-AFLQFi I OT-I INFCiRMATIOM 

LASn FOINTi DEG F: 33 Fi AMMADLE LIMITS IN AIR, 

MFTnUD USED: TCC LOWFR: 2 UrPFR: 12.7 

aTINuUIsHIN'G MEDIA: USE WATER SPRAY, DRY CIIEMISAL, C02, OR ALCG'HGLIG 

0AM. Du NuT IJSE A DIRECT UATEF; STREAsM, 

S'F'EL-IAL FIKE FIGMTING PROCEDURES: FIF;E FIG!-ITFR3 SHOULD WEAR SFL.F— 

L'Ur4T A I NED_ BRF ATH I NG' APPARATUS AND FULL F'ROTECTI VE CLOTHING. USiE WATER 
SPRAY Tu iJUUL NcARDY CCNTAINbRS AMD STRIJCTURE3 EXPQSFEi TO FIRE. 

UNUSUAL FIRE AMD EXPLOSION HChZARDS: EXTINGlJISil AI.L NEARDY Sni IROCP; fiR 

IGNITION BECAUSE VAFGRo MAY DE MOVED DY AIR CURRENTS TO IGNITION 
SOURCES DISTANT FROM THE HANDLING POINT. 


stability: STABLE 

CJJNDITIONS- to AVOID: 


■ HAZARDC'US REACTIVITY 

F'OL YMER 1 7 AT I C'N : W I LL NOT OCCUR 

HEAT, SF'ARHS , AND OPEN FLAMES. 


MATERIALS TO AVOID: STRONG OXIDIZERS, ALUMINUM, ACETALDEHYDE, CHLORINE, 

ETHYLENE OXIDE, nYDROCiEN~F'Ai LADIUM COMFi INATION , H2 C2”H2 SOA CCMBINAi~ 
TION, HYF'OCHLOROUS: ACID, ISOCYANATES, NITRGFOFjN, PHOSGENE, OLEUM, 
PERCHUHRIC ACID, POTASSIUM T-BUTOXIDE, ACIDS, ALKA! IS, AMINES, nAI..Q0FN3, 
HALOGEN CGMF'OUNDS, ANHYDRIDES, AND ALDEHYDES. 


HAZARDOUS DECOMF'OSITION PRODUCTS 
CARBON DIOXIDE. 


MAY LIBERATE CARDUN MONUXIDE UR 


‘SPILL, LEAK, AND DISPOSAL PROCEDURES- 


ACTIuN TO TAKE FOR SPILLS C‘R LEAKS: WEAR PROTECTIVE EQUIPMENT INCLUDING 

RUEDER BliOTS, RUBBER GLC>VE3, RUDDER AF'RGN, AND A SELF-CONTAINED 
BREATH I Nl, hF'F'ARATUS IN THE PFiES'SURE B'EMiAND MODE CiR A SUF'F'LIED— AIR RES' 


r I RATOR . 


IF THE Sip ILL OR 


IM'. 


SMALL, A FULL FAc-EPIECE AIR~rURIr YIMO 


CARTRIDGE F;ESiPIRATOR EQUIFPFD FijR ORGANIC VAPORS MAY BE SATISFACTORY , 

IN ANY EVENT, ALWAYS WEAR EYE PROTECTION. EXTINOUISrl ALL IGNITION 
SUURCES ArjD ENSURE THAT ALL HANDLING EQUIF'MFNT IS ELECTRICALLY OR’iOUNCED. 
FOR SMALL SPILLS OR DRIPS, MOP OR WIPE UP AND DISPOSE OP IN DOT-APPROVED 
WASTE CONTAINERS. FOR LARGE SPILLS, CONTAIN DY DIKING WITH SOIL OR 
uTrER NUN— CIJMBUSiT ID<I_E ABCiC'REENT materials and THELm pump into DOT — 
AF'PRliVED waste CUNTAINERSi uR ABSORZi WITH NCN—CiDMZ'USTIDL.E SORDFNT 
MYiTER' I AI.. , PLACE RESIDUE IN DOT— APF'RuVED WASTE CONTAINFRS. KEEP OUT OF 
SEWERS, SiTORM DRAINS, SiLiRFACE WATERS, AND SOIL. 

COMPLY WITH AI..L APPLICABLE GOVERNMENTAL REGULATIONS ON SPILL REPORTING, 
AND HANDLING AND DISPOSAL OF WASTE. 

DISPOSAL METHODS: DISPOSE OF CONTAMINATED PRODUiCT AND MATERIALS USED 

IN CLEANING Ur' SiPILLS OR LEAKS IN A MANNER APPROVED FiCR THIS MATERIAL. 
'JUWSLILT APPROPRIATE FEDHRAL, STATE AND LOCAL REGL'LATORY AGENCIES TO 
ASCERTAIN PROPER DISPOSAL PROCEDURES. 

NOTE: EMPTY CONTAINERS CAN HAVE RESIDUES, OASES AMD MISTS AND ARE 

SUBJECT TO F'ROF'ER WASTE DISPUSAL, AS ABOVE. 


■SPEC I AL PRECAUT I ONS- 


HANDLINU ANDf bTURALi-E F'FlECAUTIUNS: KEEP AWAY Fl-\[jM MEAT, SF'ARLYS, ANZi 

FLAMES. STORE IN A COOL, DRY, WELL-VEMTILATED PLACE AWAY FROM INCOM-- 
FATIBLE MATERIALS. VENT CONTAINER FREQUENTLY, AND MORE OFTEN IN WARM 
WEATHER, .TO RELIEVE PRESSURE. ELECTRICALLY GROUND AL.l . EOUIPMFNT WHEN 
HANDLING THIS PRODUCT AND USE ONLY NON-SPARKING TOOLS. KEEP CONTAINER 
TIGHTLY CLOSED WHEN NOT IN USE. DO NOT USE PRESSURE TO EMPTY CONTAINF.R. 
WASH THORuUUHLY Ar i ER HANZiLINU. DO NUT UET IN EYES, ON SKIN, OR UN 
CLOTHING. 


PROD: 04S26702 17:05:33 10 JUL 1?'?0 


57070376 INVOICE: 



ISGPRQ.S'YL mLCuhol yp.yM ANHY Disc Cleaner 


REV 1 3 T Oh or : 02-22- 30 


riE~’AIR ANO' MA I i-lTEN ANOE PKCCAUTIOhO-i 
Uri uR WEAR THIS CCNT AIMER. 


D'J Ni.iT lUT I G'rvii'lD? U)c.LDt uR DRILL 


UTHER PRECAUT I IjMS 5 COMTAIMERSt EVLM TMCiSF THAT HAVE BEEN EMPTXDDi L'lL.L 
RETAIN PRODUCT R£3IE*UE AMD VAPORS. ALWAYS OBEY IiA'^ARD WARNING'Si AMD 
HANDLE EMPTY CONTAINERS AS IF THEY WERE; FUi.L. 


FOR ADDITICfMAL INrCiRMATIiJM— ■ — 

oON I ACT Mo’ll-:' CC'URD'I N ATOR j VAN WATERS ROOFERS INC. 

CilJRIMG BUSINESS HOURS t PACIFIC TIME C 40Ei ) 43o— S'700 

. — OTHER REGUL..ATORY I'-IFCRMATICN 

THE COMPOMENT-S OF THIS PRCD'JCT ARE ON THF TSCA INVENTORY OF CHEMICAL 
SUeSTANCES. 

UNDER MASS' ACHUSETTES RIGHT— TO— KNiOW LAWj HA7AR!DCiIJS SUBSTANCE AND EXTRA- 
ORDINARILY HAZARD'JlJS S'UDSTAMuES L'lJMF'ONENTs PREsFNT ITJ TI'IIS PRODUCT 
WHICH REQIJIRES REPORTING AR£J 

EXTRAuRDIMARILY HAZARDOUS SUP3TANCE3 

CHEMICAL CAS NOl CONCENTRATION (=*> O.OOOtV. ) 


ISOFROPANOL 


67— S3“'0 


1 00 


LINDER THF PENNSYLVANIA RIOI-IT-TO-K'NOW LAW, HAZARDOUS SUDSTA-NCES AND 
SPECIAL HAZARDOUS SUBSTANCES COMPONENTS PRESENT IN THIS PRODUCT 
WHICH REQUIRE REPOiRTINO ARE: 


HAZARDOUS: SUDSTANCF3 

CHEMICAL CAS NO. ‘ CONCENTRATION C— > i’6) 

ISOPRuPANOL 67— 6-S :' '0 100 

CALIFORNIA SCAQMD RULE 443.1 VOC-'S 

VOC: 7SS G/L VAPOR PRESSURE: S3 MMHG 0. 20 DEC C. 

i^-»VAN WATERS ROGERS INC. C’VWAR") EXPRESSLY DISCL..AIMS ALL EXPRESS 
OR IMPLIED WARRANTIES OF MERCHANTABILITY AND FITNESS FO'R A PARTIC-IJLAR 
r'URF’OSE, WITH RESF'ECT TO THE PRODUCT OR INFORi''tATION PROVIDED HEREIN. -i,- 

ALL INFORMATION APPEAR'ir'IG HFFiFIN IS DASiEDi UPOrJ DAiTA CDTAIT'IED FROM THE 
MANUFACTURER AND/OR RECOGNIZED TECHNICAL S^OURCES. WHILE THE INFORMA — 
TION IS BELIEVED TO BE ACCURATE, VW«R MAKES NO REPRESENTATION'S AS TO 
ITS ACCURACY OR SUFFICIENCY. CONDITIONS OF USE ARE BEYOND VW^iR-'S CON- 
TROL AND THEREFORE USERS: ARE RESPON:SIDLE TOi VERIFY Tl II-S: DATA UNDER 
THEIR OWN OPERATING CONDITIONS TO DETERMINE WHETHER THE PRODUCT IS 
SUITABLE FOR THEIR PARTICULAR PURPOSES AND TiiEY ASSUMro ALL RI.SKS OF 
THEIR USE, HANDLING, AND DIS:POSAL OF THE F’RCliUCT, OR FROM THE PUBLICA- 
TION OR USE OF, OR RELIANCE UPON, INFORMATION CONTAINED HEREIN. THIS 
INFORMATION REL.ATES ONLY TO THE PRODUCT DESIGNATED HEREIN, AND DCE3 NOT 
RELATE TO ITS USE IN COMDIrJATION WITH . ANY OTHER MATERIAL OR IN ANY OTI'lER 
PROCESS. 

REVISION 

0?/S?: REVISEDE NFPA RATING. 

02/90: added NOTES TO PHYSICIAN, OTHER REGULATORY INFORMATION 

END OF M S: D -S: ■ii'-tr 
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